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ries 


© Positive Today: 108 # Recovered Today: 75 
61 Death Today: 01 :@ Active Cases: 283 
1. Total cumulative Positive COVID-19 detected since 01.01.2023: 1004 
2. Total Number of COVID-19 Patients Treated/ Cured/ Migrated since 01.01.2023: 713 
3. Total Number of COVID-19 Deaths since 01.01.2023: 08 


Detailed Status 


Negative in Neoae Positive in Egsilive 
last 24 Cumulative Since last 24 Cumulative 
Roun 01.01.2023 Gice 

01.01.2023 


Almora 


Bageshwar 


Chamoli 


Champawat 


Dehradun 


Haridwar 


Nainital 


Pauri Garhwal 


Pithoragarh 


Rudraprayag 


Tehri Garhwal 


US Nagar 
Uttarkashi 


Total 


Note : 1 Death in Dehradun (Govt. Doon Medical College) 


